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Safety PVC Globe Holder MES = 100g Pocket Scale = Weather 
rr. ¢ Mounted on base with 
Stirring Rods atl Thermometers 
250 x 10 mm, Unbreakable ¢ Sioa For indoor and outdoor 
plastic. Packet of 12 - Stable base Compact design, ideal for use) these walleniounied 
anf | laboratory. Measures up to 100 thermometers clearly give 
grams with excellent resolution. temperatures m 
: - Tare function aa safc ct 
Ee -0.01g resolution si ala 
: - Storage bag 
am | ea included 
™\ aD Jumbo 
CB 501 CQT 5000 
130mm pan 120mm pan, 5000x1g, w/adaptor Giant 
ye ose 
Battery / Mains oy ne = 
Optional $90 Pe O 
Adaptor = -., O 
was $25 | Gee LO 
now $14 —s o| =" 
>. + | a 
Weight Checker Mech Omega Body Fat Analyser PLASTICWARE 
a 0 
Scale wz Scale | _ 50% Off 
130kg oe 150kg capacity Polypropylene, 
capacity : 5 : 3 yr warranty excellent clarity, 
yr warranty 32 x 32cm glass autoclavable 
27 x 27cm platform 
platform ie ee ee oe 





Litmus Paper 
Blue 


Test various substances 
and watch the paper 
change colour 
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Blue oaeie aie cee 50821 wise Wide yeh eer i ; : Wi aa SP He align 40 Giza ies gs 
5d oo rs BUBZZ . cen cnsnewesiees : ; Lf AVY DUTY 
Universal Indicator Paper Globes - MES 
Supplied in box of 5 books . | Code......... Was ......... Now 
me et on s cia ia? 2.5Vx0.3A Pkt/10.....1063004.......$8.00....... $4.00 
Sanaa ae ‘ a 6.2Vx0.5A  Pkt/10......1063006........98.00....... $4.00 
approx. Total 100 ~ A 
leaves. gay 
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50% OFF WHILE STOCKS 


Component Globe Holder On Moon in My Room 
Holder Clip Base With Knife Listen to the included CD audio t 

sie : facts about the moon and : 
Dao Croceenellp> Switch its unique relationship with 





with a provision 


lanet earth 
to connect 4mm p 


Moulded plastic 
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our to learn exciting 





flexible lead fitted MES lamp holder, Solar 
on an insulated base. mounted ° 

System in 

My Room 

Earth in 

My Room ASTONISHING! 

Room 
Deluxe Magnifier Digital Uv Meter 14 in 1 Solar 
Magnifier With * Detects both UV-A and UV-B Robot 

7 ¢ Displays current atmospheric + Amazing solar 

Jumbo Tripod UV-Index powered robot 





¢ Digital display 
of UV irradiance 





Giant Magnetic Animal Cell 


¢ Giant cell structures printed 
on raised foam magnets to 
appear 3-D! 

For demonstration or 
student 
manipulation 
Includes 

4-piece 

animal cell, 14 
dimensional 
organelles and 
Activity Guide. . 


Pumping Heart Model 


¢ Easy-to-use, multi-sensory model 
demonstrate basic heart and pulmonary 
blood flow. 


Mess Free! 


Plant Cell 


i er. 












Q- <rioroplast cell wall 





Hands On Soft Foam Cross-S 











Cross-section Cross-Section 
Human Heart Ear Model 
Model Highlights anvil, cochlea, 
ear drum, Eustachian 
* Heart model tube, 
comes apart to hammer, ne 
create a cross- outer ear oo 
section view canal, 
for hands-on etc., 
demonstrations. 





Activity Guide included 


EDUCATION MATTERS 


ABN 77 094 935 869 
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that transforms 
into 14 different 
models 
Powered by sun 

Two levels of building 
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EDUCATI 
SOLAR ROBOT 
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Giant Magnetic Plant Cell 


Printed on raised foam magnets, giant 
cell structures actively engage students. 
Includes 4-piece plant cell, nine 
dimensional organelles and Activity 
Guide with background information 
about each 


organelle Animal Cell 


Golgi apparatus 









ection Models 


Cross-Section 
Tooth Model 


¢ Shows what’s beneath 
the 
surface 
of the 
teeth 
2-part 
model 
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